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SUBJECT: SENIOR WORKING GROUP O ON AN INTEGRATED 
EMERGENCY PROGRAM OF THE ENERGY COORDINATING GROUP (ECG), 
BRUSSELS, JUNE 27-28, 1974 

PLEASE ACCREDIT USDEL TO SUBJECT MEETING: 

REPRESENTATIVE 
JULIUS L. KATZ 

DEPUTY ASSISTANT SECRETARY 

BUREAU OF ECONOMIC AND BUSINESS AFFAIRS 

DEPARTMENT OF STATE 

ADVISERS 

STEPHEN W. BOSWORTH 

OFFICE OF FUELS AND ENERGY 

BUREAU OF ECONOMIC AND BUSINESS AFFAIRS 
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WILT .TAM HALF. 
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FEDERAL ENERGY ADMINISTRATION 



UNCLASSIFIED 
UNCLASSIFIED 
PAGE 02 STATE 136348 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



CHARLES J. PTMAN 

OFFICE OF THE LEGAL ADVISER 

DEPARTMENT OF STATE. SISCO 



UNCLASSIFIED 



NNN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 
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Review Authority: cunninfx 
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Review Release Event: n/a 
Review Transfer Date: 
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